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Message Text 



UNCLASSIFIED 

PAGE 01 TOKYO 07866 221008 Z 
46 

ACTION EPA-04 

INFO OCT-01 EA-11 ADP-00 AID-20 CEQ-02 CIAE-00 COA-02 

COME-OO DODE-OO EB-11 INR-10 10-13 L-03 NSF-04 NSC-10 

NSAE-00 PM-07 RSC-01 SCI-06 SS-15 INT-08 RSR-01 /129 W 

022902 

R 220816 Z JUN 73 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 4747 

UNCLAS TOKYO 7866 

PASS TO ENVIRONMENTAL PROTECTION AGENCY FOR KENNETH DIJRKEF. 

SCI FOR SALMON 

E. O. 11652: N/ A 
TAGS: SENV, JA 

SUBJECT: EPA MONITORING TESTS AT SELECTED FERRO- ALLOY 
INSTALLATIONS 

REF: STATE 115740 

1 . EMBOFFS CONFERRED WITH JAPAN FERRO- ALLOY ASSOCIATION OFFICIALS 
HIRO HANAGATA, MANAGING DIRECTOR, AND KEIZO KAMIYA, TECHNICAL 
DEPARTMENT MANAGER, RE MATTER OUTLINED REFTEL, PARA 1. APPARENTLY 
SAKATA' S CABLE MISUNDERSTOOD, AS ASSOCIATION OFFICIALS ONLY ASKING 
FOR OFFICIAL EMBASSY APPROVAL EPA PROJECT, AND AN OFFICIAL 
REQUEST TO ASSOCIATION FOR COOPERATION. THIS ACCOMPLISHED BY 
LETTER 22 JUNE. 

2. CUSTOMS CLEARANCE GUARANTEED TO BE MORE DIFFICULT. PRIOR TO 
RECEIPT LIST OF EQUIPMENT, EMBOFFS INITIATING ACTION TODAY WITH 
FONMIN TO ASCERTAIN IF ANY OTHER DOCUMENTATION REQUIRED FOR 
EXPEDITING CLEARANCE. 

3. RE AUGUST MONITORING, HANAGATA STATES THEY HAVE NO 
OBJECTION TO SCHEDULE, BUT THAT THIS IS PERIOD OF LOWEST ANNUAL 
UNCLASSIFIED 
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ACTIVITY DUE TO WORKER VACATIONS AND DOWNTIME FOR ANNUAL REPAIRS 
TO FURNANCES. NONETHELESS, HE BELIEVES MONITORING TEAMS CAN OBTAIN 
NECESSARY RESULTS. HE SAYS OPTIMUM PERIOD IS OCTOBER THROUGH 
NOVEMBER AS THIS TIME OF MAXIMUM FURNACE ACTIVITY. MONITORING 
OFFICIALS MAY WISH TO RECONSIDER TESTING PERIOD IF NEAR- CAPACITY 
OPERATION REQUIRED FOR TEST RESULTS. FYI. SHOWA DENKO FURNACES 
SCHEDULED FOR REPAIR EARLY AUGUST, BUT IT MAY BE POSSIBLE TO 
DELAY SHUTDOWN TO FACILITATE MONITORING PROCEDURES IF SCHEDULE 
CAN BE FINALIZED SUFFICIENTLY EARLY. END FYI. 

4. EMBOFF DOUGLAS MCNEAL WILL BE ACTION OFFICER THIS PROJECT. 
SHOESMITH 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JUN 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973TOKYO07866 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: TOKYO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730630/aaaajqvi.tel 

Line Count: 78 
Locator: TEXT ON-LINE 
Office: ACTION EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 STATE 1 1 5740 
Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15-0ct-2001 by phillir0>; APPROVED <28 FEB 2002 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> srp 980227 

Subject: EPA MONITORING TESTS AT SELECTED FERRO- ALLOY INSTALLATIONS 
TAGS: SENV, JA 
To: EPA 

SECSTATE WASHDC 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




